Returns 


You may return your Typo2® Keyboard purchased from typokeyboards.com 
within 15 days of delivery if you are not completely satisfied. If the Typo2® was 
purchased from a retail store less than thirty days ago, please refer to the store. 
After thirty days, please refer to typokeyboards.com with proper documentation to 
receive return instruction. 

Restocking Fees 

Opened items are subject to a 15% restocking fee. Items returned due to product 
defect will not be subject to a restocking fee. Refund will be for the purchase 
price, (less applicable restocking fee) via the original method of payment. 

Warranty 

Typo Keyboards warrants our products against defects in materials and 
workmanship for a period of 120 days from the date of delivery. Under the 120 
day warranty, your item may be repaired or replaced depending on the extent of 
defects. 

Typo Keyboards is NOT responsible for damage to your Typo2® caused by 
customer accident, error or water damage. 

Typo Keyboards takes absolutely no responsibility for any damage or 
malfunction in any implied or expressed warranty or guarantee for your 
separately purchased Apple® iPhone. 

Returns and exchanges can be sent to our warranty replacement division 
for exchange. Please send your Typo2® with the ORDER NUMBER clearly 
displayed. Without an order number attached, we cannot process your 
replacement or return. 

Typo Products, LLC 
Attn: Warranty Replacements 
5030 South Decatur Blvd., Suite H 
Las Vegas, NV89118 


